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(1)  Sodium Carbonate.   This is common washing soda and should be used at the rate of 4 to 8 02. to each 10 gallons of water.
(2)  Soda Ash.   The requisite strength is 2 to 4 oz. per 10 gallons of water.
(3)   Trisodium Phosphate.   This is used at the rate of 4 oz. per 10 gallons of water.
(4)  Sodium Silicate.   Used at the rate of 4 oz. per 10 gallons of water.
(5)  Sodium Meta-silicate.    Used at a similar strength to sodium silicate.
